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WIRING FOR 240 VAC OPERATION 
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Notes 


1, RESISTORS ARE 1/2 WATT UNLESS MARKED OTHERWISE 
RESISTOR VALUES ARE IN OHMS IK=1000, M-1, 000,000) 


2. CAPACITOR VALUES ARE IN uF 


3. CTMIS SYMBOL INDICATES A DC VOLTAGE MEASUREMENT 
TAKEN WITH A HIGH INPUT IMPEDANCE VOLIMETER FROM. 
THE POINT INDICATED TO CHASSIS GROUND. VOLTAGES MAY 


VARY +20%. 
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THIS SYMBOL INDICATES CHASSIS GROUND 


@ WIS SYMBOL INDICATES A SCREWDRIVER ADJUSTMENT 


REFER TO THE CHASSIS PHOTOGRAPHS FOR THE PHYSICAL 
LOCATION OF PARTS 


